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RECEIVED FORWARDED 


Director of Central 
Intelligence 


I do believe I have your 
position on smoking in 
Government facilities with an 
absolute and unambiguous 
degree of clarity. I guess 
I have to be honest and state 
I really don't ee with 
EE. 


I have rewritten the 
letter both to Califano and 
to GSA. I would, however, 
make one suggestion to you. 
In lieu of executing now the 
"Pls execute" you sent me, I 
think you would be better advised 
to wait until the proposed 
regulations now being 
circularized by GSA for comment 
are, in fact, issued. 


Please let me know if this 
is agreeable. 


John F. Blake 
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\ pola Registry 
Mr. John F. Blake ~ . ELE c? 
Deputy Director for i 
Administration 

Central Intelligence Agency © 

Washington, DC 20505 


--Dear~Mr.—-Blake: . - -- - -- - oe ii is Fe Lilethvetbe 


This is to acknowledge receipt of your recent comments regarding 
smoking in General Services Administration (GSA) controlled buildings 


and facilities published in the Federal Register. 


Thank you for your interest in this matter. Your comments will be 
considered in the writing of the final regulations, 


Sincerely, 


DOW 


MZ 3 
DONALD A, WIWEGARDEN 
Director, Operations Division 
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